Juan Fregoso <juan.fregoso@lacity.org> 



MyLA311: Closed - Sidewalk Repair -101 S BURLINGTON AVE, 90057 

1 message 


311@lacity.org <311@lacity.org> Wed, Feb 14, 2018 at 12:11 PM 

To: juan.fregoso@lacity.org 



Your Sidewalk Repair request was updated on 02/14/2018 12:11 PM. 

Service Request# 1-929601151 
Location: 101 S BURLINGTON AVE, 90057 
Status: Closed 
Repaired 

Recent comments: 

LOCATION BARRICADED 

You can check the status of your request by 

1. Visiting https://myla311.lacity.org 

2. Using the mobile app from Goo g le Pla v or the Ap ple Store 

3. Contacting Bureau of Street Services with your service request number 


Email: bss.boss@lacity.org 

Telephone / TTY: dial (800) 996-CITY or (800) 996-2489 
Call center hours: M-F 7:00 am - 3:55 pm 










